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HG telephoned. 


the flash marked-text is the correct text. 
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OPERATOR, PLEASE DITRIBUTE THIS TELEX AT YOUR LOCATION. 
THANKS. ... V; .v4;,.v: 


SORRY, 

THERE WAS A MISTAKE' 

IN THCEARL1£S. TELEX 

IS THE 

CORRECT TEXT: '• ; 

** : e . 

TO: 

MR. J.B. ROBINSON 

: ^ r -;; * 
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CC: 

MR. F.H. DULLES 



MR. B.B. BROOKS 


F.INFO. 

: MR. S.C. DARRAH 

*•' . -1 . “ ■; 

FROM: 

H.W. GAISCH 





THIS 


SUBJECT.* REQUEST BY JBR FOR ASSISTANCE .IN NORWAY, 
TOBAKKSKADERAD 

MR. LOECHSEN OF THE TOBAKKSKADER^^fef 'ALREADY' Bt'ivf 
BRIEFED PERSONALLY BY ME ON THE STATUS OF THE DIN' 
VORNORM (PRE-STANDARD). HE HAS AL.S<j RECEIVED SAMPLES 
OF PACKS OF BARCLAYS-DB WITH THE NEW DATA N=0.6MS, 

K=6MG AND BARCLAY-CH WITH THE DOUBLE DECLARATION, I.E. 
T=1MS, N=Q.2MG, WHEN VENTILATION CLOSED T=1IMGy N=1MG. 

WHAT COULD BE DONE NOW IS TO SHOW THE NORWEGIANS THE 
NEW DRAFT OF THE FINAL DIN STANDARD. I HAVE SOT THE 
DOCUMENT, BUT CANNOT SEND THEM A COPY'. WE ALSO HAVE 
THE DRAWINGS FOR AND SPECIMENS OF THE ADAPTER WHICH IS 
GOING TO BE USED IN GERMANY FOR MEASURING, ACCORDING TO 
DIN, THE VE 
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